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ACTION ST-01 

INFO OCT-01 ARA-10 ISO-OO FBOE-OO A-01 OC-05 CCO-OO OCL-OO 
/018 W 

097699 

P R 201903Z NOV 75 
FM AMCONSUL RIO DE JANEIRO 
TO SECSTATE WASHDC PRIORITY 3052 
INFO AMEMBASSY BRASILIA 
US DESPATCH AGENT NEW YORK 
ATO WASHDC 

UNCLAS RIO DE JANEIRO 3808 

E. O. 11652: N/A 
TAGS: ABLD 

SUBJ: PARTS FOR PACKAGE CHILLERS WATER SYSTEM 

REF.: PURCHASE ORDER NO. 4106-505196 OF 6/29/75 

REFERENCE EDWARDS ENGINEERING CORP. ORDER 106-505196, 

PRODUCT NO. EDW-6-4-8535 CHILLER PARTS, DATED MAY 22, 1975 
ORDERED BY CONSULATE GENERAL REFERENCED PURCHASE ORDER. 
REFERENCED ITEMS HAVE NOT BEEN RECEIVED RIO DE JANEIRO. 

ORDER IS SUPPOSED TO BE SHIPPED TO U.S. DESPATCH AGENT 
NEW YORK. BYPASS PUMP ON CA10 CHKLLER BURNED OUT AND 
URGENTLY NEED REPLACEMENT CONTAINED IN REF ORDER. REQUEST 
DEPARTMENT TRACE SHIPMENT AND SHIP SOONEST VIA AIR FOLLOWING 
ITEMS OF SHIPMENT: 

A. TWO EA, BY-PASS CIRCULATOR (REF A-340-17-1/3) 

B. TWO EA. HK MOTOR PUMP (HK PUMP TYPE 1-1/4 X 5 HK-241 
NO. 1292-1063 DELTA HRDRO 152 PSI, MOTOR HP-2-PH3 VOLTS 
208/230 AMP 5.6/HZ60RPM 2850 CAT. TEFC W/MECH. SEAL FOR 
1 1/4 X 5HK-2-4-1 PUMP. 

REMAINDER OF ORDER MAY BE SHIPPED VIA SURFACE. 

DEXTER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975RIODE03808 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750405-0088 
From: RIO DE JANEIRO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 9751 124/aaaaavgl. tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ST 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUL 2003 by ReddocGW>; APPROVED <23 FEB 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PARTS FOR PACKAGE CHILLERS WATER SYSTEM 
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